Hs HUNDREDS OF REFERENCES FURNISHED {. 
WHEN DESIRED. ’ 


; 


NVALUABLE 1% DINING: 


Rooms 
~~ Joons, , Hotels, Restaurants, 
Buteher Shops, Bakeries, 
Drug Stores, and all blades 
troubled with Heat or Flies. 
— Se 
ALL PLACES ARE 


POSITIVELY FREE FROM FLIES 


Patent Rotating Fans 


‘ ARE PROPERLY USED, 


TW P a mp 
olde mee 


REMARKABLE RESULTS. 


Teka 
GREAT EFFICIENCY. NEW PRINCIPLE. 


THE BACKUS 


se PATEDT + — 


Rotating :€xhaust Hans. 


WONDERFUL IMPROVEMENTS. 
FOR DRYING, _ FOR VENTILATING. FOR REMOVING STEAM. 


Manufactured and forsale by 


Backus Water 9 ae 


OFFICE AND WORKS, 


Newark, N. J., U. S. A. 


One Block from Market St. Depot, Penn. R. R. 
WE ALSO MANUFACTURE THE 


++ CELEBRATED BACKUS WATER MOTOR.+- 


——— mee 


The Backus Exhauster has many Pat- 


ented Improve- 
ments, From the peculiar shape of its blades it will 
exhaust enormous volumes of air, and relieve al 
places troubled with hot air, smoke, dust or steam 
A perfect Fan for Ventilating, Drying or Cooling. 


NOTE.—Our goods are all Patented. 
Infringements will be prosecuted. 


_ @- EXHAUST FANS, PAGE 1 to 20. -£1 


CEILING FANS, 
PAGE 20 to 39. 


W. H. Shurts, Printer, 874-876 Broad Street, Newark, N. J. 


- 


CATALOGUE E, No. 2. 


Pages 1 to 20 on Exhaust Fans, Pages 20 to 39 on 
Rotating Ceiling Fans, 


The Backus Exhauster has many patented improvements,and having tested 
our Fans in a thorough manner, WE KNow that there is nothing now on the 
market that can compare with our Exhaust Ventilating Fan for the pur- 
poses to which it is used in its construction, or the actual results gained. 
Every part is made with the combined qualities of great strength, effective- 

‘ness; durability, ease of application, small amount of power required to 
drive it, and its adjustability. 

OUR EXHAUSTERS are sent on approval to responsible parties, and stand 
alone on ¢neir merits, defying competition. 

BACKUS WATER MOTOR CO., 
; Newark, N. J., U. SA. 


oO 


Note Page 5 for Uses to Which our Exhaust Fan can be put, 
NOTE PAGE 20 FOR ROTATING CEILING FANS, 


af 


This Catalogue Treats of our ROTATING as 
wellas our Patent Exhaust 


VENTILATING FANS. 


WE ALSO MANUFACTURE 


The Celebrated Backus Water Motor. 


(The Cheapest Power known for driving Light Machinery.) 


The Backus Patent Rotating Ceiling Fans, 
(A wonderful Fan for Cooling and driving out Flies.) 


Note Pages 20 to 39 for Description of 


Our Rotating Hans. 


0 


Our aim in presenting this circular to the public, and particularly to 
Architects, Civil Engineers, Contractors, Manufacturers, Mill Owners, 
Builders, Trustees of Schools and Public Buildings, and in fact all who 
may be interested in what this book contains, is to try and bring before 
them the great saving our method of applying our Ventilating Fan to the 
different lines herein shown. 


Many places, such as Bleacheries, Dye Houses, Hat Shops, Acid Works, 
Chemical Works, etc., are troubled with steam to such an extent that it 
makes work injurious, as well as damaging to the goods, We have suc- 
cessfully removed steam from these places, and can refer to many who 
have been relieved. 

Thousands of factories are troubled with dust, hot air, acid fumes, smoke 
and steam, and many can save hundreds of dollars by obtaining relief from 
these annoyances, 


We can save from 20 to 50 per cent, in drying all kinds of goods, which 
will make a handsome profit to any house having large quantities of goods 
to be dryed, both in space occupied and labor saved in handling, 


We will endeavor to show in this circular a few of the many ways our 
Patent Exhauster is now being practically used, but as every case differs 
somewhat, we always prefer to furnish special plans, and when desired 
superintend the work, or take full contract for everything, guaranteeing 
the results. : 


We ask all who contemplate the use of a fan, for any purpose whatever, 
to write us before buying. It will cost you very little to write, and we may 
save you many -ollars, 

Very Respectfully, 


BACKUS WATER MOTOR CO. 


ro) 
Practically the only 


FAN IN THE WoRLD 


HAVING NO 


BACK LASH. 


Ias~ Note pages 20 to 39 on Ceiling Fans. 
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THE ADVANTAGES OF OUR 


Peculiar Shape of Blade. 


lllustrated. 


OUR PATENT BLADE 
FORMS A DOUBLE SCREW, WHICH IS ONE OF THE MANY REASONS FOR ITS 
WONDERFUL EFFICIENCY. 


IT CAN BE DRIVEN AT A HIGH RATE OF SPEED WITH THE 
GREATEST. SAFETY. 


No Curved Blades to Collect the Dust. 


Will Run Clean and Positive. 
IS FAR SUPERIOR TO FANS HAVING 


Fight, Ten ot Twelve Blades. 


Our Blades Cannot Become Loose, 
And Will Not Break. 


THE FAN IS REVERSIBLE, AND THE LEGS MAY BE REMOVED 
WITH EASE, THUS ALLOWING IT TO BE PUT UP 


LN |. AY WALL... OR. w EIAs 


OR ON A 


SHELF, as Desired. 


ITS MANY PATENTED IMPROVEMENTS RECOMMEND IT IN THE 


Fo. Ss est. heats, 


AND, TAKING IT AS A WHOLE, 


THE BACKUS PATENT EXHAUSTER 


STANDS WITHOUT AN EQUAL. 
Note Cuts on Next Page. 


tes" Page 20 for Rotating Ceiling Fans. 


re 
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The above cuts show how Fans with curved blades will collect dust in the 
hollow formed by the curve, which can readily be seen would be greatly 
against them in places where dust is to be removed, and even when using 
them for other purposes, they tend to retard the motion of the air, which 
proves a curved blade to be a great disadvantage. 


Our Patent Blades 


Are formed in every way so as to cut the air quickly and perfectly clea, 
giving it nearly as large an impulse at the centre as at the outside diameter. 

The Band and Blades are made of the best P. C. Steel, and arms of the 
strongest Ulster Iron. The bearings are lined with Bronze Metal, and the 
arms are driven into the hub on a slight taper, and held in position by a 
Stubb Steel Pin running through the hub and riveted on both ends. 


Our Blades Cannot Become Loose, 
AND WILL NOT BREAK OFF. 


This cut shows the advantages of our Patent Blade over all others, and 
you can readily see that only a sharp edge cuts the air, which ayoids the 
extra power required to drive the bulge or belly of any curved blade, and it 
cannot catch the dust. Compare this with cut at the top. 


—_ <> o—_—___—_—_——_———_ 


A TESTIMONIAL FROM ONE WHO HAS HAD SOME EXPERIENCE. 


Kansas City, Mo., Nov. 16, 1886., 


Backus Water Motor Co., ér7 Main St. 

GENTLEMEN.—The Patent Exhaust Fan which I bought from you has 
proved itself to be far superior to the other style of Fan which I have been using in an~ 
other part of my building. Your Exhauster seems to give wonderful results, and exhausts 
enormous volumes of air, as well as freeing my place from all flies. 

Yours very truly, 
ifs dels SYNSISE 
lag Note Next Page. 
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BACK-LASH, ILLUSTRATED. 


SHOWING WHY OUR PATENT BLADE GIVES SUCH WONDERFUL 
RESULTS. 


AIG 4 Exw.2. 


~ BACK-LASEH.” 

Figure 1 illustrates air current propelled from a rapidly revolving Fan of 
the ordinary type. As will be seen, its greatest propelling force is at the: 
periphery of the circle, described by the blades in their revolutions. 

All the blades extending full length from shaft to end, and, therefore, 
being crowded together near shaft, it is impossible to a a current of air 
through or near the centre of Fan equal to that of its periphery. Fully 
one-third of the diameter of the Fan is thus rendered practically ineffectual 
as an air propeller. By the rapid revolution of these blades a vacuum is 
formed, like that caused by any swiftly passing compact body, and the at- 
mosphere, seeking to fill the vacuum, rushes back (as indicated by arrows), 
thus causing what is termed the ‘‘ Back-Lash.”’ 

In the BAcKus FAN (See fig. 2), such a defect is impossible. Half the 
blades are double, while the remainder extend but half way down the spoke. 
This arrangement allows much more space near the shaft for the air current, 
which, being caught by the lower half of double blade, is propelled with 
velocity nearly equal to that at the fan’s periphery, and the advantage of 
the Backus PATENT BLADE over the ordinary type is apparent. 


THE BACKUS EXHAUSTER CAN BE DRIVEN AT A HIGH RATE 
OF SPEED WITHOUT DANGER. 
tas- Note Page 20 for Rotating Ceiling Fans. 
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A. 


or 


A. List or 325 Praces 1x WuicH 


THE BACKUS EXHAUSTER 


Can BE PracticaALLy USED. 


Nore. 


Having had large experience in ventilating and moving air in all its 


brauches, applications an 
ence from those who may be connected w 


d connections, we respectfully solicit correspond- 
ith any of the following lines of 


business. We shall be pleased to examine the premises, make plans and 
state definite results to be expected. without cost to you. 


Lack of Space Prevents a Longer List. 
A WONDERFUL FAN FOR DRYING IN THE MANUFACTURE OF 


Brooms 
Bricks 
Boots 
Blood 
Cotton 
Cloth 
Clothes 
Candy 

Card Board 
Curled Hair 


Cereals 

Cocoa Matting 
Chemicals 

Dry Plates 
Felt Goods 
Fruit 

Glue 


Hats 

Hair 

Hemp 
Hides 
Kindling Wood 
Kid 
Leather 
Lumber 
Morocco 
Malt 

Oat Meal 
Paper Bags 
Pottery 
Paint 
Peaches 
Phosphates 
Rags 
Raisins 
Rubber 


Silk 
Strawboard 
Shirts 

Salt 

Skins 

Soap 

Starch 

Shoes 

Sponged Goods 
Shoddy 

Tile 

Tobacco 

Wall Paper 
Wool 

Wood 

Wooden Goods 
Window Shades 
Yeast 

Yarn 


AN ECONOMICAL FAN FOR REMOVING DUST IN 


Boards of Trade 
Bakeries 

Baking Powder Factories 
Barns 

Bronze Powder Mills 
Billiard Halls 
Buffing Rooms 
Carpet Cleaners 
Cocoa Matting 

Club Houses 

Car Barns 

Dry Goods Houses 
Dry Plate Works 
Desiccating Rooms 
Dusters 

Exchanges 

Emery Wheels 


Exposition Buildings 
Fertilizer Factories 
Flour Mills 

Grist Mills 
Grinding Rooms 
Hay Cutters 

Horse Cleaning 
Hemp Works 

Halls 

Livery Stables 

Lye Grinders 
Laboratories 

Mills 

Museums 
Newspaper Offices 
Polishers 

Press Rooms 


Rag Cutters 

Silk Mills 

Spice Dealers 

School Rooms 

Stud Cleaning 
Stables 

Starch Works 

Snuff Makers 
Shoddy Mills 
Tobacco Factories 
Tumblers 

Toy Factories 
Woolen Mills 
Window Shade Works 
Wood Pulp Factories 
Wood Engravers 
Yeast Makers 


AN ORIGINAL FAN FOR REMOVING HEAT, ODORS, FOUL AIR, FROM 


Bakeries 

Breweries 

Brass Foundries 
Boiler Shops 

Bolt and Nut Works 
Blacksmith Shops 
Butcher Shops 
Baking Powder Mills 
Boiler Rooms 

Barns 

Barber Shops 
Bronze Powder Mills 
Billiard Halls 
Basements 

Bath Rooms 

Cotton Mills 


Confectioners’ Kitchen 
Composing Rooms 
Car Shops 

Coffee Roasters 

Cars 

Candle Factories 
Club Houses 

Car Barns 

Candy Factories 
Dynamo Rooms 
Dining Rooms 

Dry Goods Houses 
Dye Houses 
Desiccating Rooms 
Dime Museums 
Electrotyping Rooms 


Engine Houses 
Exchanges 
Exposition Buildings 
Foundries 

Forge Rooms 
Fertilizers 

Felt Makers 

Fish Stores 

Fish Oil Factories 
Grocery Stores 
Glue Works 

Glass Works 

Hair Curlers 
House Cleaning 
Hospitals 

Hide Drying 


A Remarkable’ Fan ‘for Dryine. 
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Jails 

Kitchens 
Laundries 

Lead Works 
Livery Stables 
Lavatories 

Lard Gil Factories 
Laboratories 
Match Makers 
Mines 

Museums 
Newspaper Offices 
Oil Refiners 
Packers 
Phosphate Factories 


Blacksmith Shops 
Coffee Roasting 
Foundries 

Forge Room 


Bleacheries 
Breweries 

Boiler Rooms 
Basements 

Bath Rooms 
Blood Drying 
Cotton Mills 
Cloth Spongers 
Cardboard Mills 
Curled Hair Factories 
Corn Dryers 
Canneries 
Candle Factories 
Cement Works 
Candy Factories 
Dining Rooms 
Drying Rooms 
Dye Houses 
Desiccating Rooms 
Dry Kilns 
Engine Rooms 
Foundries 

Felt Factories 
Glue Works 


Boards of Trade 
Billiard Halls 
Basements 

Bath Rooms 
Composing Rooms 
Churches 

Car Shops 

Cars 

Club Houses 
Dining Rooms 
Dime Museums 
Engine Rooms 
Exchanges 
Exposition Buildings 
Hotels 

Hospitals 

Halls 

Jails 


Pork Packers 
Press: Rooms 
Prisons 
Restaurants 
Railroad Shops 
Round Houses 
Silk Mills 

Shirt Factories 
Sugar Refineries 
Spice Grinders 
Soap Makers 
Ships 
Steamboats 
Stables 
Slaughter Houses 


Kitchens 
Laboratories 
Railroad Shops 
Round Houses 


Hat Factories 

Hide Drying Rooms 
Kitchens 

Laundries 


Leather Makers’ Establish- 


ments 
Lead Works 
Lye Grinders 
Lead Oil Works 
Meal Houses 
Mattress Makers 
Malt Floors 
Newspaper Offices 
Oil Refineries 
Oil Cloth Works 
Paper Mills 
Paper Bag Factories 
Packing Houses 
Phosphate Works 
Pickle Works 
Restaurants 
Round Houses 


Paper Mills 
Public Buildings 
Packing Houses 
Press Rooms 
Restaurants 
Railroad Shops 
Record Rooms 
School Rooms 


Sizing Rooms 
Snuff Makers 
Sewers 
Stereotyping Rooms 
Tobacco Factories 
Type Foundries 
Toilet Rooms 
Tallow Factories 
Urinals 

Vaults 

Vinegar Works 
Water Closets 
Wash Rooms 
Yeast Makers 
Yachts 


A DURABLE FAN FOR REMOVING SMOKE FROM 


Spice Manufacturers 
Sulphur Works 
Singe Houses 
Tobacco Houses 


A PRACTICAL FAN FOR REMOVING STEAM FROM 


Sugar Refineries 
Soap Factories 
Slaughter Houses 
Starch Factories 
Sizing Rooms 

Salt Drying 
Sponging Rooms 
Shoddy Mills ~ 
Tobacco Factories 
Tallow Factories 
Tobacco Steamers 
Vinegar Works 

Wall Paper Factories 
Woolen Mills 

Wool Pullers 
Window Shade Factories: 
Water Closets 

Wool Dyeing 

Wool Dryers 

Wash Rooms 

Yeast Factories 
Yarn Dyeing Houses 


Silk Mills Yarn Drying 
Shirt Factories 

A NOISELESS FAN FOT VENTILATING 
Kitchens Ships 
Laboratories Steamboats 
Lavatories Stables 
Livery Stables Slaughter Houses 
Music Halls Safety Vaults 
Mines Sewers 
Museums Stereotype Rooms. 
Newspaper Offices Tobacco Factories 
Opera Houses Toilet Rooms 
Offices Type Foundries 


Tailor Shops 
Urinals 
Vessels 
Vaults 

Water Closets 
Wash Rooms 


A Remarkable #F'am 


—FOR— 


DISS A ill Gee 


=i 
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OUR EXHAUSTER IS MADE TO SUIT 
EAse Ts Ce GeG oe IN tly Tak la Cte 
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The cuts shown on this page illustrate how our Fan can be put up with or without the 
use of thelegs, The frame is made with bolt holes, all ready for screw or lag bolts, so that 
the Fan can be placed in a frame, wall, partition, or ceiling, or put ona shelf or bracket as 
most convenient. The legs can be removed in a moment, and when it is desired to run it 
horizontally, we allow the end of the shaft to run in a socket, which tends to stiffen it, as 


well as hold its weight. 


THT BACKUS EXHAUSTERWILLREMOVE STEAM OR MOISTURE. 
Ie Note Page 20 for Rotating Ceiling Fans. _&] 
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NOTE PAGE 20 FOR ROTATING CEILING FANS. 
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The above cut shows THE BACKUS EXHAUSTER as applied to a large Cracker Bak 
at St. Joseph, Mo. Removing gas, foul air, dust, and vont lating the pulidine” oes 
Names furnished at any time for those desiri ing references, 


(Que 


Newark, N. J., U.S. A. Q.. 


The above cut shows our PATENT EXHAUSTER as used in the kitchen for Agee 
smoke, hot air, and over the carver’s table for taking out steam. The above Fans, as wel 
as our Patent Rotating Fans, can be seen in the dining rooms of Nash & Crook, Park Place, 
New York City, and our fans can be seen in hundreds of other places throughout the 
country. Write for Special References on CEILING FANS. 


10 Tue Backus Water Moror Co. 
The Backus Patent Exhauster’ 


AV Vie lo ahs 19 eaves ap 


SPECIAL PLANS AND INFORMATION GIVEN 
TO INCREASE YOUR PRESENT FACILITIES FOR 


Drying Wool, Hair, Shoddy, Seeds, Cotton, &e, 


Or in fact any light, bulky material, we would particularly advise 
the use of the above style Dryer. The top is covered with wire 
cloth, and the Dryer itself is built in sections; can be shipped, 
knocked down and put up by any one. We are prepared to build. 
the above form of Dryer, or will send plans and Dimensions so that: 
they can be built. 


PRICES FOR DRYERS GIVEN WHEN DESIRED. 


The following table shows about the size of Dryer to be used im 
connection with our Patent Exhauster: 


THIS STYLE OF DRYER SHOULD BE FROM 3 TO 4 FEET HIGH. 
For size C, 24 inch Backus Exhauster, 4 feet wide by 10 feet long. 
“ee ‘ (a3 


ao ‘ 6 6“ Wis 
“é ae “ce sé “ (73 4 “ 
E 
4, 36 ito) 18 
“ce F, 42 « “ce to 6“ +6 22 ce 
73 G, 48 “e “ 12 73 a3 32 “c 


PRICE GIVEN FOR WOOL DRYERS ON APPLICATION, 
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THE BACKUS EXHAUSTER DRYING MALT. 


i i 

al 

wn 

The above cut shows our Patent Exhauster as applied to the Malt 
‘Granger Brewing Co., 410 E. 14th street, New York. It is not necess 


Kilns of the Langdon & 
ary to use high cupolas 


-or chimneys with your kilns where the Backus Patent Exhauster is used. We can guarantee 
you astrong and powerful draft, which will be under your perfect control. If your draught 


is poor we can remedy it. 


MALT IS IMPROVED BY THE USE OF OUR PATENT EXHAUSTER. 


Write to us for Special Testimonials. 


12 Tur Backus Water Moror Co. 
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Norr.—(These Fans as shown above are in actual use in the Standard Bleachery, West 
Rutherford, N. J., and Benj. Carley’s Silk Cord Works, at Paterson, N. J.) The cut as shown 
above, and as it explains, is only a few of the hundreds of uses to which our Fan can be 
put. As nearly all conditions differ somewhat, we prefer to give advice by personal inves- 
tigation, or from rough sketch or plans, 


Newark, N.: Jj) U.S. A. 13 


Notr.—After frequent applications of our Patent Exhauster, we found its Exhausting 
Power to be so great that as a rule, piping, as shown above, was unnecessary, thus saving 
large sums of money. Steam can, in many cases, 


BE REMOVED WITHOUT PIPINC. 


Many hat shops have adopted our PATENT EXHAUSTER. If you are troubled with 
steam, write us for information. 


Tur Backus Watrer Moror Co. 
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VIEW SHOWING SECTION OF FAN. 


We Guarantee Success in all Work done by us or 


under our Personal Supervision. 


Z 


FILL |} 


ia" NOTE PAGE 20 FOR ROTATING CEILING FANS. ee] 
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THE VENTILATION OF 


Theatres, Schools, Churches, 
Public Buildings, Hospitals, Hotels, Xc., 
IS BEING ACCOMPLISHED BY 


THE BACKUS PATENT EXHAUSTER. 


A FEW POINTS TO CONSIDER. 


We desire to call the attention of ARCHITECTS, CONTRACTORS, BUILDERS, 
HOTEL PROPRIETORS, SCHOOL BOARDS, and all COMMITTEES or INDIVID- 
UALS who may have the control or management of Public Buildings, to only 
a few positive facts in connection with bad ventilation, which will prove 
clearly the great need of a perfect system. 

Death rates have been reduced by the introduction of proper ventilation 
in general Hospitals, (including children), from 50 to 5 per cent., in Army 
Hospitals from 23 to 6 per cent., in Prisons from 8o to 8 per cent., and in 
Stables from 19 to 1.5 per cent. 

These are facts taken from Prof. S. H. Woodbridge, of the Massachusetts 
Institute Technical, Boston, Mass. We feel the above facts to be the strong- 
est argument in favor of proper ventilation, and the best authorities advise 
from 30 to 65 cubic feet of air per head per minute, under general conditions, 
and in rooms continuously occupied ; and we do not consider any architect 
should prepare plans on a lower basis. 

Some of the largest Steam Heating and Ventilating Engineers in New 
York and other large cities, have adopted the BacKUS PATENT EXHAUSTER 
in connection with the system of heating and ventilating, combined by in- 
direct radiation, which is known to be the only perfect means for properly 
heating and ventilating Public Buildings, Factories, &c. 

We are always ready to furnish plans, specifications, or any information, 
guaranteeing results if carried out as per our instructions. 


NOTE. 


We having just completed a system of ventilation in the HOTEL 
BUCKINGHAM, 50th St. and 5th Ave., New York City, and the 
HOTEL LIVINGSTON, Rochester, N. Y., we take pleasure in refer- 
ring to these places. 


HOTEL VENTILATION 


Given Special Attention. 


HIGHEST REFERENCES FURNISHED. 
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The Backus Water Motor, 


FOR DRIVING FANS. 


Use The Backus Water Motor for 


RUNNING ICE CREAM FREEZERS, 
FOR GRINDING COFFEE, 
FOR RUNNING DYNAMOS, 
FOR DRIVING MEAT CHOPPERS, 
FOR BLOWING CHURCH ORGANS, 
FOR RUNNING ELEVATORS, 
FOR DRIVING MILK SHAKES, 


FOR RUNNING TURNING LATHES, 
FOR DRIVING ALL KINDS OF 


WOOD-WORKING AND IRON-WORKING MACHINERY. 


THE MOST ECONOMICAL POWER KNOWN. 


IN USE THE WORLD OVER. 
[2 Write for Special Circular on WATER MOTORS. 


* 
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The Backus Eleetric Motor. 
EFFICIEN CY 75 PER CENT. 


Construction ; The bearings are of nickel bronze, interchangeable. The shaft is 
of the best tool steel. The armature is perfectly balanced, balanced by the process known 
as ‘a running balance.” At the right will be noticed a hand wheel, for tightening or loos- 
ening the belt. The boxes are self-oiling, and o o7z7 can work out of the machine. 

Electrical Features: This part has been given great attention, its insulation being 
perfect ; water or dampness will have little or no effect. 

Interlocking Starting Attachment: Mostof the Motors now on the market 
require aresistance box over the Motor, and, asa rule, ¢hree wires run from this to the 
Motor, and in some cases fouv. A machine of this construction must be set up by an ex- 
pert. The Backus Electric Motor requires but two connections, and it makes no differ- 
ence in which binding post the wires are inserted; any person can connect this Motor. Our 
Motor cannot be injured by carelessly turning on the current, and cannot burn out by any 
failure of the fusible plug. Our Interlocking Mechanism prevents any accidents. 

Automatic Regulation: The speed will remain practically constant under all 
variations inthe load up to its guaranteed horse power. Our Arc Light Motors are sup- 
plied with a most sensitive governor, which gives perfect regulation. 


’ DIRECTIONS FOR ORDERING MOTORS. 

State the electric motive force, (7. e. volts), for constant potential Motor, and the current, 
(i. e. amperes). for arc light circuits. Unless otherwise ordered, all Motors willbe sent out 
self-regulating, that is running at practically a constant speed up to its guaranteed horse 
power. If it is desired to vary the speed, we must know this when parties order. A card is 
sent with each machine, giving full particulars for setting, which, if followed, the result 
will be guaranteed. 


PRICES NET CASH TEN DAYS, UNLESS OTHERWISE AGREED. 


lortab aes Speed, on Pulley, Wy, xis 

1 ss 185 4 2200 ‘ 4 214 : 
a a 255 *¢ 2200 wo 4 xe 
3g te 335 ** 2000 te 5s x8 

4 “ 410 . 2000 ce 6 x3 
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1044 es 760 sae L600 BRAS BAY 


18 Tur Backus Water Moror Co. 


TABLE SHOWING 


Power Required, Speed Necessary, and Diameter in 
Inches of Fans and Pulleys. ; 


Size in Inches and Speed, Revolutions Size of Horse Power 


Letters. per Minute. Pulley. Required, 
A— 12 inches diameter, 900 to 1,900 3 inches ¥%to Y 
B— 18 4 650 to 1,450 2 ee K%to ¥% 
C— 24 f 600 to 1,250 cig be 1% to 0384 
D— 30 ze 55 OitOl O50 Se Yto & 
E— 36 xf 500 to. 850 Ouarea % to 1% 
F— 42 ‘ 475 to 825 i 34 to 234 
G— 48 ‘ 400 to 800 ees 1% to 4 
He 54 375 to 700 On vy 134 to 5 
I— 60 : 350 to 600 LOM G 24 tos 
K— 72 i, 350 to. 500 ro Ri 21% to 534 
L— 84 hs 300 to. ~450 iy. vagy to 7% 
M— 96 5 275 to 425 Opel a 3% to 9% 
N--108 : 250 sLOnena iin Tomy 4% to 12 
O--120 + 200 to. 300 Zo tras 5 Oe towns, 


il 


In ordering always note the work that is to be done, and special informa- 
tion will be furnished in regard to the setting of our Exhausters, as well as 
the speed required. 


NOTE PAGE 20 FOR ROTATING FANS. 


a 
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PRIGE LSA 


OF 
Backus Patent Exhaust Venlila 
anus Eaten Gxhausl  Venlilatine Pans, 
~<a at 

‘SIZE. 

A, 12 oe complete with pulley, frame and brass oil cups, $ 30 ov 
Bats = e i: 40 00 
1,724. i 4 5 60 00 
D, 30 6“ “ ‘< “ 6c ce Bo 00 
E, 26 “ce “ 6 cc (73 ec I00 00 
F, 42 ‘“ ¢6 “ “ ““ “é 125 00 
G, 48 “cc 6“ “ ““c “ “ 150: 00 
H, 54 “c “ “ “<“ “c 6“ 175 00 
I, 60 cs ce te “e (a9 ce pete oO 
| SKELETON. . 

K, 72 inch, complete with frame and oil cups.....-...... 225 00 
Lb, 84" f fe ie 5 Ae Ne ee 265 00 
M, 96 * : af ABP UROM NS Sahil AY ea 300 00 
ING 168 = is ij js Sie Pia a rena onaten, Lees 335 00 
Q, 120 i Joh ioe bape 0) 8 375.00 


FANS FITTED TO RUN HORIZONTALLY, $5 to $20 EXTRA. 


NOTE. 


Parties desiring Exhaust Fan and Engine combined, can write 
us, and we shall. be pleased to furnish information and special 
price on same. 


NOTE, 
PRICES GIVEN FOR WOOL DRYERS, ON APPLICATION, 
Note Page 20 for Rotating Ceiling Fans. 
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THE BACKUS PATENT 


ROTATING CEILING FANS. 


FOUR STYLES AND EIGHT SIZES. 


Covered by Twelve U. S. Letters Patents. 


(Other Patents Pending.) 


All Places are positively free from Flies, 


where our Rotating Fans are properly used. 


KEEP COOL IN HOT WEATHER ! 
ADVERTISE YOUR BUSINESS ! 
INCREASE YOUR PROFITS! 


—_THH OnLy — 


Fans in the World Made and Shipped in Sections. 


SHA i A Ca a 


NOTE PAGE 31 FOR COLUMN FANS. 
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OUR PATENT NICKEL PLATED CLUTCH 


IS APPLIED TO ALL OF OUR 


ROTATING FANS, 


Which enables any one Fan to-be driven fast or slow, stopped or 
started, without throwing off the belts or interfering with the 
power. In this way the fans can be driven slowly when it is only 
desired to keep out flies, or faster when a cool current of air is 
required. These fans will be found invaluable in Markets, Bakeries, 
Dining-rooms, Drug Stores (over soda fountains), Bar-rooms, and 
all places troubled with flies, as it is proved beyond dispute, that 
where our Rotating Fans are used no jlies are noticeable. 

These fans will also be found of great value in winter as well 
as in summer, in places where an even distribution of air is de- 
sired, for removing smoke and gases, and for giving perfect 


ventilation. 


NOTICE. 


We own and control twelve United States Letters Patent, which 
we propose to protect; they cover all the Important Points in our 
Rotating and Exhaust Fans, also Shaft Hangers. 


All Infringements will be Prosecuted. 


Parties are hereby warned against using our Designs for pat- 
terns, as by so doing they infringe our patents. 
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THE BACKUS NEW DESIGN. 


The Only Fan made that can be Packed Away in Winter or 
Shipped in Sections. 


A Wonderful Improvement, Combining Grace and Elegance. 


Patent applied for. 


FOR MEDIUM HEIGHT CEILING. 


The above cut shows our ‘‘ New Desian” Section Hanger, which can be put together or 
taken apart without the use of tools of any kind. The advantages of this over other Fan 
Hangers can readily be seen when we say that six sets can be packed in a box containing 
but one set of any other style or make of fans now known.- Jn Winter. the bracket can be 
taken apart and packed in a very small space, when it would be impossible for anyone to 
accomplish this with other styles. 


Your Freight is Reduced One Half by Ordering our New Design, 


The Hubs or Bearing are composed of Solid Babbit Metal. Its finish is beautiful, and can- 
not be compared with any thing now on the market. 


We furnish Bolts and Bases for all of our Rotating Fans Without Charge. 


4 
‘ 
’ 
_ 
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Our Fans are Moiseless. 


q (PATENT APPLIED FOR.) 
OUR NEW DESIGN FOR HIGH CEILING. 
We make this design in Five Sizes but show only two in this Catalogue, being crowded 


for space. The only Fan in the World that can be put up without injury to the 
Ceiling. The above new design made for any height ceiling. When ordering state the 


style you wish. E 
2 NOTE PRICE LIST PAGE 42. 
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PATHRINT 


ROTATING FANS 
STAY ale Bet Ae 


The next five pages show cuts of five sizes of our Style “A” 
Fans. They show actual styles of Hangers, used in rooms of 


different height ceilings, from 7 to 20 feet. 


ci 


ui 


ili 


ears 


is inecttn 


Patented January 19, 1886 and February 23, 1886. Other Patents Pending. 


We would particularly reeommend this style fan where a neat: 
fan is needed at a low price. They are all furnished with our 
patent nickel-plated clutch, which is so desirable as it enables any 
ONE FAN to be stopped or started or driven at different speed 
without interfering with the others. Our patent clutch forms an 
oil cup at the bottom, and when stopping or starting the fan the 
acorn or handle at the bottom of elutch can be held pERFrEcTLy 
stiLL while the fan is RuNNING, which is A WONDERFUL IMPROVE- 
MENT. 


Style ‘“‘A’’ Hanger for Very Low Ceilings. 
NOTE PAGE 22 FOR NEW DESIGN. 


Tt, 


WHE 
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P tilatie os Sheen 
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Special Designs Made to Order. 


oe 


Patented January 19, 1886, and February 23, 1886. Other Patents Pending. 
66 
STYLE A” FOR LOW CEILINGS. 


Thousands of References furnished on Apptication. 


FREE FROM FLIES 


Where our Rotating Fans are Properly Used. 
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Mosquitoes Will Leave and Our Fans Will 
Positively Keep Out Flies.. 


Patented January 19, 1886 and February 23, 1886. Other patents pending. 
. - 


OU: REST Yikes Ar: 


For Meprum Herentr CErILine. — : 


WRITE US FOR ESTIMATE BEFORE BUYING. 


Note Page 22 for New Design. ya 
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Most Ornamental Fans in the World 


= ——— = —— 
Be = 
£ 


Patented January 19, 1886 and February 23, 1886. Other Patents Pending. 
OVO Ri S MAYA LE oA? 


For Hien Cerrina. 


We Guarantee Absolute Relief from Heat and Flies. 


28 


True Backus Warrr Moror Co. 


| i \ 


Wl 


Patented January 19, 1886, and February 23, 1886. Other Patents Pending. 
OUR STYLE “ A” FOR VERY HIGH CEILINGS. 


Hundreds of places successfully using THE BACKUS PATENT Fans. 


2 


ee 
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Patented January 19, 1886. 


STYLE “B,” OR MIKADO. 


The above cut represents one of our most attractive styles, being 
made with great expense and care, as you will see by the ornamen- 
tation and the design shown in the hanger, which shows a series of 
small fans throughout, and in other ways made ornamental, with 
particular adaptation to the use to which they are put. The fan is 
also supplied with our patent NICKLE PLATED clutch for regulating 
the speed. 

See Price List, Page 43. 
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The Only Electrolier Fan Made, 


VE 


(Patented Dec. 22, 1885.) 


SH sYal Be $S Ge 


This cut represents our Electrolier Fan. The hanger is made of 
solid brass, and the blades highly polished and decorated. This 
Chandelier Hanger is made so that it can be used for electric light 
as well as gas. In winter the shaft can be taken out and used for 
lighting, thus serving a double purpose. 


See Prices, Page 43. 


een 
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Wer MAKE Two STYLES OF 


Ca) leslie IN BeAioNeS: 


(PATENTED. ) 


The above engraving represents our new Column Fan, which is used to the greatest 
advantage in all saloons, restaurants, hotels, depots, bakeries, etc., where the ceiling is 
very high, it being so arranged that the belting and all driving gear is placed in the cel- 
lar or room below, thus keeping this objectionable part out of sight. They are also 
furnished with Patent Friction, which enables the Fan to be stopped or driven fast or 
slow by simply turning the small wheel shown at the base. It takes up very little room, 
and is highly decorated, being an ornament to any place. This Fan can be seen in prac- 
tical operation at the 


” PENNSYLVANIA R. R. RESTAURANT, Jersey City, N. J. 
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Our Fans are Especially Adapted for Drug Stores. 


Sav aeaere 
SMUT 


| SIE SS 
—— 


RELL = 
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Patented February 23, 1886. 


COLUMN FAN. 


The above cut shows our Column Fan, with the Friction mechanism, and arrangement 
for driving the fan at various speeds, or stopping it when desired. You will see by the 
above cut that it is particularly adapted to a soda water counter, where the base is used 
for the double purpose of a glass holder and fan. It will positively keep the counter free 
from flies. Our Column shown on page 11 can also be used for this purpose, and the driy- 
ing mechanism can be kept in the room below. 

SEND FOR ESTIMATE. 
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The next Three Pages show some of the 


MANY USES TO WHICH OUR FANS ARE PUT. 


Ea 
ys a 


il 


. _ 


SHOWING 
Counter Column Fan, also Ceiling Fan (Style B) and Guide 


Bracket, as Used in a Restuarant. 
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We (Can Furnish Names of Hundreds of Places 


WHERE OUR FANS ARE USED. 


i 


——— SS 


—S=> 


yy 
>= 


_ The above cut shows a Butcher's Shop, fitted up with our Patent Fans, ‘which are being 
«lriven by the celebratedfBackus Water Motor, The Motor is also used, as you will see, for 
«lriving a meat cutter. 

he Backus Motor is the Cheapest Power Known. 
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i] 
Writ Apvertise Your Business. 


KEEP YOUR PLACE COOL AND FREE FROM FLIES. 
& 


Showing Electriclier Fan in front of Bar, Style “A” Fan over Tab’es, 
driven Tandem. Used in hundreds of saloons. 


las" Note Page 22 for New Design. 
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SPECIAL POINTS! READ THEM! IT WILL SAVd 


YOU MONEY! . 


THE ONLY FAN MADE THAT CAN BE PACKED 
KNOCKED DOWN. 


We charge for Boxing at Cost Only. 

We send Bolts for Putting our Fans up. 

We furnish Base Boards for Ceiling, Highly Polished, FRrx. 

We furnish Grease with every order Frrex. It will not run 
or DRIP. 

We make the only Nickel Plated Clutch. 

Every Fan is put up with onty one Lag Bolt, and will not de- 
stroy your Ceiling. 


INSTRUCTIONS? 


By the use of a smali awl, feel through the plaster at about the point 
where the fan is to go for a beam, then bore a hole slightly smaller than the 
lag-bolt ; next put the bolt through the crab first, then the wood base ; af- 
ter screwing it partly in, put the hanger up and tighten the bolt, allowing 
the socket in the foot of the crab to fit over the small ball on the leg of the 
hanger. After getting it level by driving small wedges under the base put 
the shaft through ; place the pulley on the shaft, as shown on pages 24, 25, 
26, 27 and 28, first fill the cups which are cast on the hangers full of grease, ~ 
put one of the red washers we send under the pulley ; first let bottom of pul- 
ley rest on this washer, then tighten up the set screw. Next put on the fric- 
tion just as it is on the stick shipped with it. Then putin the blades. Keep 
the small fans perfectly straight, set the large blades on an angle of about 
twenty degrees, and the outer edge of the blade should be about three 
inches higher than the lower edge. The main shaft should run at about 
eighty-five revolutions per minute, and this will give the fans a correct 
speed of about one hundred and forty revolutions. Our Shaft Hangers are 
put up in the same way as the Fan Hangers. See that our Set Screws are 
properly tightened before starting, to prevent accidents. Keep the pully 
and shaft couplings as near the Hangers as possible. The Shaft Hangers 
should be about five feet apart, where two rows of fans are used run shaft 
down the centre of room ; where one row, along the side. NEVER RUN BUT 
ONE FAN TANDEM, if possible, as it is not satisfactory. Keep the fan blades 
about two inches lower than the centre of gas globes, or about six feet six 
to seven feet from the floor. 
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In Ordering Our Fans, 


Send us answers to the following questions : 


Number of Fans required. Heighth of gas fixtures from floor, 
Length and width ofroom. Distance of gas fixtures from side wall. 
Heighth of ceiling. Distance of gas fixtures from each other. 


If possible send rough sketch, something like the one below, and we can 
easily send estimate for everything complete, ready to put up. 


Plan of Restaurant and Bar. 


BACK WALL—20 FEET. 
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FRONT. 


If you have power for driving fans, state what it is and about where lo- 
cated. We would advise the use of a Backus Motor in all places having water 
works ; others can use electric motors, steam or gas engines. In case you 
desire estimate on a Water Motor, send pressure of water. Estimates cheer- 
fully given. 

Note Prices on Backus Motor, Page 28. 


on Tis Backus Warer Moror Co. 


Cuts Showing Some of the Ornamental and Artistic Attachments 


Usep In CONNECTION WITH OUR ROTATING FANS. 


These cuts show the styles of pulleys fur- 
eys, which 
They are 


nished by us for main driving puil 
are made in five different sizes 
light, strong and ornamental. 


This cut shows our New 6-inch Isle of 
Man or Leg Pulley, which is used for 


kiod of work, being bronzed with red- 


shaft. Its graceful shape and unique de- 
boots. 


driving the individual fans from main 
sign makes it especially adapted to this 


Patented December 22, 1885. 

a This cut shows our Patent Fish Han- 

i ger, being a practical oiler and oil cup 
| as well as Shaft Hanger. It is highly 

decorated and an ornament to any 

place where used. 


Mi 


on i 
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d oil cup 
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being adjustable in three 
h with this a wood base and 


This cut shows our Standard Shaft Hanger. 


This is alsoa perfect self-oiler an 


n 
3 
— M7) 
a4 
a: 
This cut shows our Eel Hanger, used, as can be as 
seen in the cut, in places where a beam or girder cE Ps 
runs through the room upon which it is desirable Ae 
to place the shaft. This canbe done by using this z a? 
hanger, and the shaft will then run by the posts g eo 
without trouble. SEs 
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The first cut on this page shows our guide bracket, which is used where it 
is necessary to carry a belt around a corner or under any projection. ‘The 
second cut shows our end socket, which is used in places where it is impos- 
sible to find a beam, and the end of shaft ends close to a wall. This cam 
then be screwed to the side wall as shown. : 


These cuts show our grease can and shaft 
coupling, This grease is furnished free by 
us with every order. It will not melt, freeze 
or drip. Duplicate cans sold at 25 cents. 
Our shaft coupling, as you will see, is very 
ornamental, being painted red and gold, 
and is carefully fitted to all shafts sent. 


EE 


This will show the style of counter shaft sent, and also what we include 


when sending same. It will furnish, also, a good idea of just how the line 


shaft should be put up. 
USE THE 


BACKUS WATER MOTOR 


FOR DRIVING FANS. 
Power Furnisuep From + To 10 Horsr Power. 
Price List Page 42. 
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The above cut shows a new 


pattern for a flat pulley, in- This cut shows our double 
tended for 1 inch flat belt, groove pulley, which is used 
which is sometimes used in- where the fans are driven 
stead of round belting, where tandem, or one from the 
it is desirous of driving the other. 


fans at a very high speed. 
——- pp «0 0 


EIN 5 GO ee Ete 


We make an Extra Heavy HANGER, which we would 


advise parties to use when it is necessary to run a counter 
shaft, at a high rate of speed, as is often the case when 
an electric motor is used as a power. This Hanger is 


sold at only a slight advance over our regular style. 


4G oe _____—_—_- 


WE PURNISH BACKUS GREASE FREE 


WITH EVERY FAN ORDER. 
NOTE OUR NEW DESIGN, 


PAGE 22. 


———_¢—__ 


DRIVE YOUR FANS WITH A 


BACKUS WATER MOTOR, 
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“THE BACKUS WATER MOTOR” 


THE MOST EconoMicaL PowER KNOWN FOR 


Driving Fans and all Kinds of Light Machinery. 


Known and in Use the World Over. 


It issafe. It cannot.blow up. It requires no fuel. No delay. No firing up. No extra 


insurance to pay. Itis noiseless. It never gets out of repair. It needs 
no engineer. No ashes to clean away. No coal bill to pay. 


Write to us for Special Catalogue on 


WATER MOTORS. 


Write to us for Special Catalogue on 
GHiULRIC H ORGAN BLOW TEN G, 
Over 15,000 Running all kinds of Light Machinery. 
NOTE PRICE LIST, PAGE 42. 


492 Tur Backus Water Motor Co. 


SPECIAL NOTICE. 


SEND US THE NATURE OF WORK YOU REQUIRE DONE, OR THE KIND 
OF MACHINERY YOU WISH TO DRIVE; ALSO THE WATER PRESSURE, AND 
WE SHALL BE PLEASED TO GIVE FULL PARTICULARS AS TO THE SIZE; 
MOTOR YOU WILI, REQUIRE, AND PIPES NECESSARY. 


PRICE LIST. 


POWER GIVEN FROM i-8 TO 10 HORSE POWER, 


7-inch Motor Complete iv. 0.5... cous acces coe mebece cess ose cs weirs tame $15 00 
Will run Sewing Machine go pounds pressure. 
TE (ff ee Complete’ . ....:5.- ic cv attests eva letsletetemotetelatailace (ot MaMa cla: «ete sie ee ae a 22 50 
Will run Sewing Machine 15 pounds pressure, 
iy PLU a Complete with stand ee). emmucete crete to etstattntcietaty icles lettin o! ote eters 40 O00» 
17pm es EERE TIONAL ats SA CIR cm as oe Ma ete oe See Maer 65 00: 
sty AE oh of (double) Grates he s3 jst ete ola edit srs, spent oleic nae I00 Oo 
2am 7 SOE Oe aa clea alain 5 wattle geet Raine 2 eee 85 o> 
Baits a os (Gowbleywe oe irc at of. asad care gee MORNE etc acto eae ce I25 0 
BO ae at : (Single) oF iante etareethtig Pied oleae aan Re, ecard eee ee 140 oo. 
Gone . 3 (double) aadisite brelejia tibhellehe AS o ales eke eteis/e eth te mR: Someta Sanaa 200 00» 
AS een 4 10h NO ae aie spelavsleidiete se sisieiplele olatars ol alktetel «tetas escalate 300 00: 
7, Se Dental Motor, Complete with Stand shore tj ohoye ctepeecboitede /o lo ciate ees eee 30 Oo: 
Teves ss ea ea mE HR mr a SEO ace: acre de 40 0 
iz ‘* Motor, with Fieetwood Scroll Saw iattached'/. ss. ceee eeeee 35 O@ 
Hard Rope Attachment ‘for Flevatore ire... sts orci cele ere clctanstaichelepeietetate tae ener ean 85 0o 
Fly Wheel for’ 45-inch, "MOtori Use. crteitis 0 |= sso eles wh elareleve aioe tae, sone ar oleeet ean ae een 20 00 
Pulley for Circular Saw...... ARRON nines ooine 64h tesco IO 00: 


NET CASH. 


Self-Oilers, Pulley and Couplings complete included for each size. All goods delivered! 
to Express Company, or on cars in Newark, N. J. 


Price List of Coffee Mills and Motors. 


17-inck Motor with No. 8 Enterprise Mill, 20-inch fly-wheel, grinds 2 pounds per 


minute. Nickel -HOpper si J. dsie s/. 1c 1c oo s\s\stelese s petetsiotalal eletee teehee tate amen $ 90 0@ 
17-inch Motor with No. ro Enterprise Mill, 20-inch fly-wheel, grinds 2 pounds per 
minute, Nickel HOppern: 2. fe ssi c.eie 0's oroa = 0's gin « es eoleenenateneiate: sole enn ene IIO 0 
22-inch Motor with No. 14 Enterprise Mill, 25-inch fly- -wheel, grinds 2 pounds per 
minute.) Nickel MOpper es .c)s5 oes). ok see bales o:dol Belt sie title ate alan ran I25 00 
22-inch Motor with No. 16 Enterprise Mill, 31-inch fly-wheel, grinds 2 pounds per 
minute 2.6. Sa lhc ok eG « TMS OBL Sh ac Ce 140 OO 
22-inch Motor with No. 18 Enterprise Mill, 31-inch fly-wheel, grinds 2 pounds per 
minutes’. Nickel Hopper... oh's <= selspsiseleiejey -fne pis ctsieseeiei=)o eheleeietel aioe teen I50 00 
22-inch Motor with No. 18 1-2 Enterprise Mill, 39-inch fly-wheel, grinds 3 pounds 
pet minute... Nickel Hoppers) .ne <tc fissecss om welsthe oy ove Und seid Sel dines Mee eee 175 0 
30-inch Single Motor with No. 20 Enterprise Mill, 48-inch fly-wheel, grinds 3 
pOundssper, Minute. sa gemde) op ole ohekulee.« chet ctey cerakts “lsaielncle c/atelars eae acess s, 2508008 


NOTE. 


Governors furnished for any size above 12 inches 
from $25 to $36, 


=? , a 


SS a es 
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Price List 
e 
Backus Patent Rotating Fans. 
STYLES A, B and C, and our NEW DESIGN. 
New Style B, or 
Ceiling. : Design. Style A. Mikado. Style C. 
SRRCOUM NN Tesh, Sisiaieh chet ig « onslehetehane Se. 9 $ 6 00 $ 6 00 $ 9 00 $15 00 
Side OMITICIES® Ghee va. 2) « shel pcte. eotcotoiie sens 6 75 6 75 10 00 16 00 
Bo Mio A Aira ae mem arr a rele OO) 7 25 12 50 17 50 
By OT GAGS NT RT ig A aie doles SR 8 50 8 25 15 00 18 50 
See MMMM | ADs kw is ise spa Na Soe 9 25 9 00 16 00 19 50 
OME Geet aot. ok. Sealers,” dye a Nays ee 10 00 9 75 16 50 20 50 
nD) KO AS a erie ent eee og ear 10 75 10 50 17 00 21 50 
SRR NG te MTN 5 choo rest ats oloshe Sines 11 50 11 25 17 50 22 50 
SERIE Aa SOS PRC ee ERP eT a 12 25 12 00 18 00 23 50 
SINGS ROP RNG Ciny =, .st3its pistshe .wwaha oh he Sela 13 00 12 75 18 40 24 50 
TREE 2B lien CPN Sey aera RSI 13 75 13 19 00 25 50 
eMC ME ie ee) Siiaa a sa tah ajet doveol's-elsiapegelers 14 25 14 00 
te aa Fs s pee ees 14 75 14 50 These 2 styles 
TES BGC Go CO ace Se ACIDE DEO eto Oo 15 25 15 00 not made for 
SAMAe Comme 6 WE ce Fiat = A aes gah ela sist cea cist creel 15 75 15 50 higher than 
Tek Ol Gy Gs Nad aad nea ama ns Ci 16 00 15 75 12 foot ceil- 
SUR GIMMERE Parco, te label Ase ks, spsytnn hens 16 25 16 00 ings. 
he GESTS 0, SE ot ca RR gO RA eS 16 75 16 50 
SACRE STIRS oll 2 oy OL A ere A a tr 17 25 17 00 
ME OLLIE OE LAOS ow cass yn aye oc ht 17 50 
oe Sn” NS We Ee ee oe 18 25 
ie LOM Pes ns JM. OME alba b be. 18 75 
Ths) ARG > ee Ee ean oie 19 25 
SOMES No. nies phe Sane Fog 19 75 
Th WE IE Genre arenes 20 25 
MN PEM cm ORG e Oe SEC rot Sis Sue a.) s\ ev sim =p, 0)', bce%s 20 75 
MTS 2 IIE oo ty a ok sath ot acti a 21 25 
IN OFDES: 


The above prices on Style C do not include the incandescent lamps or 


globes, which we can furnish, per set, for from $5 to $15. 


COLUMN FANS. 


Plain Column, Bronze or Japanned... .... Pei ctai aay) celal aie $16 00 to $25 00 
es 6 ot NICKOLame muauie Vater ds seine nb © a0 20 00 to 30 00 


SPECIAL DESIGNS MADE TO ORDER. 


Prices Furnished on Application. 
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PRICE LIST 


Ornamental aid Antistic Attachments 


Used in Connection with Our Fans. 


Pulley for driving Shaft, Grooved or Flat....... POON DOCU: fot). - $ TS 
Coane single groove, sa4.and’>. neh)... 4. ool. eriere ate eee 50 

re CONES “Hab, (OMTICH. Aeikie tak cisetretle cial c)asc rae he cae aera eee 50 

as « «double PTOOVE,)8;)4 and 0 Inch. 27h 4. a2 aes eee iG) 
SplittPulleyjfor any size Shari yes 0h. creiaale ie nes lesen tee ee 1 25 


Main oe Pulley for Shaft, for either Round or Flat Belt $3 00 to 5 00 


Shafting, ? x inch, per LOOUS 2.2 )o-bcasahes oye e\ Sie evellencra, 4 saasie a Cas feet eee gee 25 
Det HARM A aa ort a atele ebeetar al tie fice a erence Nar tet ate elie ea 40 
Countershaft, ith Plain Hangers and two grooved Pulleys...$5 00to 8 00 
¢ «« Fancy Fish Hangers, two ‘ 4% ... $8 00 to 12 00 
Plain Shaft Hangers 2), (cg) .a0 hae hopes ess sieve ores ect esas halle 1 50 
Girder-Hanger, complete, with Base...) 5.2 1.2 dese eee 2 00 
Fancy Fish Hangers, complete; with Basece 2s. cereus eee enna 3 50 
Guide Brackets, per set} Plain Hanger.) 2.5. k25.\eae so-so nen eee 2 75 
a Rancy Hishitlan ger. cece eee eae "a «0 Sa 
Couplings, for ? 4 inch Shaft A ee Me er 1 50 
ie wie fore guy dyn plate iers Stee ao eeghatly al teal. ae 1 75 
Round Belting for ativi ving Fans, 5-16 inch, per’ foot... 3.25 0c 2 eee 08: 
b MMR MRO Bete eer 12 
Patent Solid Round Riveted Belt for Main Dri iver, 3¢ inch, per foot.. 25 
‘6 6 WA W ast té Se 30 
22, 
ind eé «G6 ce 6é if a3 56 é 66 ae AO 
sé ee 6é “ce “¢ “6 “é % 66 “cc 50 
Flat Belting, for Driving Main Shaft, Vg inch, per ‘Toot eho shor ace ' 15 
) Mea RL 20 
nig Ss se tn 4 ss 3 66) Sos ne oe 27 
6s 6s ‘6 ‘6 66 66 = wae X66 ts eee 33 
Round Belt Couplings, 5 ae inch, per Seb: sss ideas Phe Ss 4 et er . | 25. 
af 2 Fes ee By ate HT \Oakell 2's Os some elect . de Oe 
36 020 © ele 6 e < Ss © ce e164 bem - 
Belt Coupling, 34 inch. ... 3, Sreidi Ned af Ales sie! Se, Sh oleyofece. oh hate ho net een - 40. 
«'t,0Blo.s kit's eo, 910. nig. bis 5 withetalle et tienn yi ee = eeeaneae 60 
5% . ° . 
Blades, small size, 3 feet 8 inches sweep, per pair, Laie due baa he eer 2 26 
‘ regular 66 Gi Sool Te) oS Rat St ica i ae eee ke 
“ large Say A OST Oa 6 “e ie PLES AO EE, Se eee 
Metaline Journals, .extra'per ‘setil ws 26 Sg 2 eS 1 00 
Bozxzings Charged at Cost. 


aINY @) aa 


Fans Nickel Plated and Blades Decorated when desired, at bottom 
prices. The above articles include everything ordinarily used, but 
we shall be pleased to furnish any article not included in the above 
list, at bottom prices. 
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